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NEWS 


How  Did  EPA  Trigger  A Million-Gallon  Spill  Of  Mine  Waste  Water  Near  Silverton? 

Colorado  Public  Radio 

These  images  provided  by  the  Environmental  Protection  Agency  show  the  mouth  of  the  Gold  King  Mine 
tunnel,  at  left,  and  the  channeled  runoff  on  the  ... 

Politicians  raise  ire  over  EPA's  slow  response,  accountability  over  Animas  River  mine  spill  - The  Durango 
Herald 

EPA  team  spills  millions  of  litres  of  waste  water  into  Colorado  river  system  turning  water  orange  - ABC  Online 
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EPA  alleges  improper  asbestos  removal  at  Pillsburv  plant 


The  State  Journal-Register 

Demolition  work  at  the  former  Pillsbury  Mills  plant  on  the  northeast  side  of  Springfield  has  resulted  in  multiple 
violations  of  state  and  federal  laws,  ... 
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